working stiff 


pressun press 


l. introduction 


Second Shift module for creating characters. Use Midwest Membership module for name and ’ Protagonist’ 


from Midnight Movie module for character background. 


2. debt 


Incentive to work at a rural gas station. Roll 1d20 
and multiply it by one-thousand to calculate debt. 


1 Child Support 5 Gambling 

2 Student Loan 6 Alimony 

3 | Failed Business | 7 | Pay Day Loan 

4 Scam 8 Credit Card 
3. job 


Duties assigned at the gas station. Paid in cash at 
the end of the work week. 


1 Washer $5/Hour 
2 Stocker $5/Hour 
3 Cashier $10/Hour 
4 Attendant $10/Hour 
5 Mechanic $15/Hour 
6 | Night Manager | $20/Hour 


3.1. washer 


Hoses cars down before they go into the auto- 
matic car wash. May receive 1d20 dollars in tips. 


3.2. stocker 


Stocks shelves and cleans. 


3.3. cashier 


Exchanges money with customers. 


3.4. attendant 


Pumps gas, changes oil, check tire pressure, 
changes wiper blades, and changes headlights. 
May receive 1d20 dollars in tips. 


3.5. mechanic 


Fixes automobiles and things around the station. 


3.6. night manager 

Fired if any night manager duties are not com- 
pleted. Responsible for making sure other em- 
ployees complete their duties. Able to give their 
notches to other players as incentives to do things. 


4. notice 


I voluntarily dedicate this work into the Public 
Domain to encourage new creations. 
Artists may: 


e Use this work without restriction and for 
any purpose. 


e Create copies to be shared without limit 
and for any purpose. 


e Create derivative works without restric- 
tion, for any purpose, and without credit. 


e Use this notice in your own work. 


